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1, INTRODUCTION 

The invention of piezoelectric fan is to replace current radial/axial fans [1] by reducing power 
consumption with noise free and long life. It is called a fan because the main purpose is to reduce 
temperature by increasing the air circulation in the area around the fan tip of the blade which are otherwise in 
stagnant state [2]. The piezoelectric fan is said to be long life because it is not using bearing as existed in 
radial/axial fans. Usage of ball bearing would degrade fan efficiency due to friction force [3]. Current rapid 
thermal management development of many machines causes air-cooling natural convection to be insufficient 
to encounter the heat dissipation from the electronic devices. 

Heat transfer enhancement using piezoelectric fan falls under high amplitude vibratory motion of 
cooling technique [4]. The main concept is the oscillation of flexible piezoelectric fan will cause motion of 
air surrounding the blade/fan which results in improving heat transfer coefficient and heat transfer rates. An 
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alternating input current (AC) causes the piezoelectric fan to contract and expand [5]. The oscillation of the 
fan causes the nearest air to the fan tip to move around with dynamic movement, depends on the behaviour of 
the flow field. The disturbing air helps to reduce the temperature in the system A fundamental piezoelectric 
fan is shown in Fig. 5. The oscillation of the blade will be at maximum when the frequency is at resonance 
[6]-[10] which is influenced by multiple factors. To further improve the blade oscillation, additional blade is 
attached to the piezoelectric fan, so that it is bending as a bimetallic strip [11]. 

A single piezoelectric fan will only affect a small area around the fan tip appropriate with small 
power consumption for each blade of the piezoelectric fan. Dual fans might enhance the heat transfer a bit 
thus multiple piezoelectric fans might expand the influence to a greater area. However, consuming many 
piezoelectric fans in a system require more cost as well. The fundamental heat transfer improvement using 
piezoelectric fan depends on the velocity and dispersion of air streams influenced by the piezoelectric blade 
[12]. Therefore, Yeom [13] in his study has undergone an experiment on multiple carbon fibre blades 
arranged in array driven by oval loop shell consist of piezoelectric stack actuator. The main aim is to gain 
maximum velocity and air stream induced to the surrounding air. 

Different material to be attached to the piezoelectric blade would give different influence to the 
Operating parameters such as resonance frequency and amplitude [2], [3]. Therefore, type of material 
attached to the piezoelectric blade plays important role in fabricating a high quality of piezoelectric fan. In 
the early stage of investigation, this aspect is not a vital focus thus the type of material was selected 
analytically such had been done by Acikalin by selecting stainless steel [14], phosphor copper by Su et al. 
[15] and Ma et al. [16]. Selection of suitable blade/beam involves few criteria such as light and flexible 
which require suitable density and Young Modulus of the material. By comparison done by Kimber et al. [2], 
Mylar gives the best performance of fan oscillation. By using Mylar, the result obtained for operating 
frequency is small with greater average amplitude which results in good air circulation with minimum power 
consumption [17]. 

Ma et al.[16] has come out with an idea of integration between a piezoelectric fan and several 
magnetic fans. The operation of the blades are driven by two forces; the vibration of the piezoelectric fan and 
repulsive magnetic force. The blades were arranged in an array orientation and it shows positive 
improvement in heat transfer performance. However, there is still less study on the significance of location of 
magnet on piezoelectric fan, number of magnets for each fan and orientation of multiple fans in radial 
orientation has been discovered. Therefore, this paper will be discussing on the said parameters. 


2. RESEARCH METHOD 
2.1. Theoretical Analysis 

In a cooling system consisted of piezoelectric fan, one of the parameters that need to be optimized is 
the amplitude of the fan. With maximum amplitude achieved, the air flow velocity also will be enhanced thus 
disturbs the air flow surrounding the fan tip to reduce the temperature and enhance the heat transfer 
coefficient. A piezoelectric fan from piezo.com has been used throughout this study and the specifications as 
stated in Table 1. Table 2 shown accumulates the advantages of piezoelectric fan. Figure 1 shown 
piezoelectric fan by www.piezo.com 


Table 1. Fan Specifications 


Item Description Item Description 
Input voltage 115 VAC, 60Hz Capacitance 15nF 

Power consumption 30mW Volume flow rate 2CFM (0.9 I/s) 
Peak air velocity AOOFPM, (2.0 m/s) Weight 2.8 grams 
Mounting #2-56 clr holes, 2 places | Temperature range -20°C to 70°C 


Table 2. Different Case Applied on Piezoelectric Fan and Magnetic Fans 


Case No.offan Noofmagnet Distance between magnets,mm 
0 
0 
0 
15 
30 
AO 
15 
30 
AO 


— 
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Figure |. Piezoelectric Fan by www.piezo.com 


The amplitude of the piezoelectric fan can be calculated using Equation] 


3 
FL ¢ 
3EI 


A= (1) 
where F,, L,-,E and I are driving force, total length of the fan, Young Modulus of the piezoelectric fan and 


moment of inertia respectively. The driving force of the integrated piezoelectric fan magnetic fans originated 
from the vibration of the piezoelectric fan and repulsive magnetic force. 


3Wy ftp fd31VE 
_ 2 pf pf*31 
r= z (2) 
pf 
Oe 3) 
mag TUotmag x? (x+2tmag) (x+tmag) 


where V, typ, 31, E, Lp and Wp are the applied voltage, thickness of the piezoelectric fan, the transverse 
piezoelectric constant, the Young’s modulus of the piezoelectric fan, length and width of the fan respectively. 
The maximum amplitude occurred at effective resonance frequency, Wer, of the piezoelectric fan. The 
resonance frequency can be calculated as in Equation 4. 


Mell — Daal Wis e008 iia? ~ 
where K_pf and K_mag are the stiffness for piezoelectric fan and magnetic fans respectively. The stiffness of 
the magnetic fan and piezoelectric fan can be found in Equation 3 and Equation 4: 


_ Barrihag(tmag*Tmag) (-2 2 2 4 ) 
Akmag (4) Te ee Lot naa d3 (d+2tmag)” Go Can ©) 
Ewt; 
= 
‘of = 71,8 (6) 


where Bo, tmag, Tmag, X and Uo are the magnetic flux density, thickness of the magnet, radius of the magnet, 
distance between two magnets and permeability of the intervening medium respectively. At maximum 
amplitude, the integrated piezoelectric fan also encountered maximum air disturbance velocity which will 
affect the cooling rate of the cooling system. The velocity of the beam with respect to time is given in 
Equation 7 [18]: 
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| (sin(Bl,,) — sinh(Bl,))(sin(Bx) — sinh(Bx)) 


MEDAL + (cos(Bl,) — cosh(Bl,)) (cos(Bx) ~ cosh(Bx)) 


‘WpCOS(Wyt) (7) 


where f/ values can be obtained from frequency equation as simplified in Equation 8: 


cos(BL,,): cos h(BL,,) = —-1 (8) 


1.875 
p= 





(9) 


ly 


Position of additional mass such as magnet is very important in order to obtain largest amplitude 
with same input voltage. Based on Equation | maximum amplitude can be achieved at point of moment of 
inertia of the beam, I, where illustration is in Figure 2. 





Figure 2 Moment of Inertia of a Beam (piezoelectric fan) 


Moment of inertia is a measure of how difficult it is to rotate a particular body about a given axis. 
Greater the mass concentrated away from the axis, greater the moment of inertia [18]. In other words, 
moment of inertia is at the lowest value at the point on the axis of rotation to produce largest amplitude of the 
beam. 


2.2. Experimental Setup 

The experimental setup to find the maximum amplitude is started firstly by testing piezoelectric fan 
for calibration. Then the single fan is tested to get the best magnet location on the piezoelectric fan. 
Secondly, the number of magnets attached to the fan is varied, either single magnet or double magnets. 
Thirdly, dual fans system is tested for array and radial orientation by varying the distance between magnets. 

By using specifications in Table 1 and Figure 1, a function generator is used to power up the 
piezoelectric fan. The function generator is able to control the current flow thus able to oscillate the 
piezoelectric at its resonant frequency. The piezoelectric needs 115VAC thus a step down transformer has 
been used to drop the voltage from 240 VAC to 115 VAC. For a dual fans system, 2 casings are produced 
which are in different orientation, array and radial respectively. The schematics are shown in Figure 3. 





(a) (b) 
Figure 3. Orientation of Dual Piezoelectric Fan in (a)Radial and (b)Array 
Orientation 
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2.3. Experimental Procedure 

The overall experiment is about to prove the significant of magnet on piezoelectric fan, optimum 
number of magnet located on each fans and the optimum distance between magnets on the piezoelectric fan 
and adjacent passive fan. The radius of the magnet is kept constant as the position and distance between 
magnets are varied. The best position of the magnet was tested at single fan only with single magnet and dual 
magnet at position I, II and III as shown in Figure 4. The position of magnet with largest amplitude is 
selected for next experiment. Table 2 shown different cases applied on piezoelectric fan and magnetic fans. 














a 8 8 | 
Lk om 


Figure 4. Location of Magnet on Piezoelectric Fan 





Table 3. Different Case Applied on Piezoelectric Fan and Magnetic Fans 


Distance 
Case No.of No of between 


fan magnet 
magnets,mm 
0 
0 
0 
15 
30 
40 
15 
30 
AO 


CONN NN BW WN 
NONNONNN RRR 
NONN Re KR RK NK OO 


2.4. Performance Parameters 
The performance of the DPF system can be analyzed by calculating its enhancement in heat 


convection coefficient since it is related to temperature change. The heat flux, q = , where equivalent to 
mc 


the ratio of power input and heated surface area. The heat convection coefficient can be measured as, 


ie) 


h=— (11) 


7 T;-Tq 





where 7, is the average temperature of heat source and 7, is the ambient temperature. Low thermal 
resistances are to be favored in nearly all categories of electronic packaging. Therefore, thermal resistance of 
the DPF system is, 


(eae 
Rtn(ppr) = iA (12) 





where A is the area of the heat source. The enhancement ratio of the system from natural convection to DPF 
cooling can be found as 


_ AppF 
E= — (13) 


The type air flow generated by DPF cooling can be measured using Reynolds number, Re. 


v 


Re (14) 


The ratio of heat transfer through convection can be described by Nusselt number, Nu, 
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where k is thermal conductivity of the air. 
3. RESULTS AND ANALYSIS 
3.1. Significant of Magnet and its Location on Piezoelectric Fan 

A piezoelectric fan oscillated with larger amplitude when additional mass is located on the blade. 
The position of the mass is varied to three positions and at each position, single and double magnets are 
applied. A table of cases is summarized as shown in Table 4. 


Table 4. Variety of Cases under Different Position of Magnet and Number of Magnet 
Case number Magnet position f,.,(Hz) | Amplitude, mm 


No magnet 58.39 12.5 
Single I 16.2 11 
niabiet II 31.3 20.5 
Il 59.85 11 
I 16.5 10 

aa Il 23.8 ke 
Il 30.4 18 


As shown in Figure 5, the highest amplitude at each magnet position occurs at different frequency. 
Position I, III and no magnet demonstrate quite similar amplitude but not at position II. 


Amplitude of fan at different magnet location 
—+— magnet (I) 
—= -magnet (Il) 
—-« -magnet (Ill) 


no magnet 


£ 

£ 

o 
ao} 

= 

= 
= 

ax 


Frequency, Hz 





Figure 5 Amplitude of Fan at Different Magnet Position 


The greatest amplitude achieved at position II is due to the moment of inertia for the fan is applied 
at the point. Moment of inertia is at lowest value at a point on the axis of rotation. Position II oscillates at 
largest amplitude at 20.5 mm at resonant frequency of 31.3 Hz. Larger amplitude means more area is covered 
under the piezoelectric fan while frequency will determine the speed of the airflow caused by the oscillation 


of the fan. 


3.2. Single Magnet vs Dual Magnets on a Piezoelectric Fan 

By applying location II to put the magnet as additional mass, the amplitude readings were taken for 
single magnet and dual magnet at one piezoelectric fan to figure out which will give better amplitude. From 
Figure 6, it can be seen that dual magnets able to oscillate the fan larger than single magnet. 
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Figure 6. Variation of Amplitude with Existence of Magnet 


It is important to figure out whether single or dual magnet will give the best amplitude result since 
more magnets means more repulsive force to drive other adjacent passive fan to enhance total amplitude in 
the integrated multiple piezoelectric fan and magnetic fans. 


3.3. Array vs Radial Orientation of Dual Fans 


In order to improve total amplitude of the system, dual fans have been used and arranged in array 
and radial orientation. By placing two magnets on each fan, the amplitude of each piezoelectric fan and 
passive fan are recorded at different distance between magnets which are 15mm, 30mm and40mm. At the 
same distance between magnets, the results of different orientation are recorded as shown in Figure 7. 


_ Array dual magnets-Different distance between magnet 


ath. 


Amplitude, mm 








0 + 
21.53 248 7.7 84 294 31.7 eee. 


Frequency, Hz 


(a) 





Radial dual magnet- different distance between magnet 


N 
o 


Amplitude, mm 
_ 
uw 


allen 


20.55 21.55 3.5 24.17 
Frequency, Hz 


(b) 


Figure 7. Total Amplitude of Dual Magnetic Fans at Different Distance between Magnets 


Each case shows that radial orientation gives better result than array orientation. Distance between 
magnets should be selected in such a way that the amplitude produced by magnetic fan is not too far from the 
driving fan. Figure 8 shown the amplitude difference between piezoelectric fan and passive fan. 
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Figure 8. The Amplitude Difference between Piezoelectric Fan and Passive Fan 


This is to stabilize the repulsive force delivered between the magnets and the magnetic fan oscillates 
evenly with the piezoelectric fan. Therefore, the magnets should be placed at a range of distance 15mm- 
30mm to generate maximum total amplitude for dual fans (Figure 9). 


Amplitude at resonance freq at various distance between magnets 
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Figure 9. Total Amplitude Gained Different Fan Orientation 


In Figure 9, at any distance between magnets, radial orientation consistently gives better amplitude 


by 25% compared to array orientation. 
Enhancement in total amplitude applied in DPF shows positive improvement in total heat rejected 


due to the disturbance of air flow caused by the oscillation of the fan. Figure 10 has shown the rate of cooling 
at natural convection and forced convection by piezoelectric fan. Sudden drop of temperature shows that 
piezoelectric fan has high potential to enhance cooling system. 
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Temperature reduction (piezoelectric fan) 
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Figure 10. Cooling Rate of Natural Convection and dual Piezoelectric Cooling 
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This kind of system has a good enhancement in reducing power consumption while increasing the 
total amplitude to reduce the heat in the area. As shown in Figure 11, single fan with dual magnet located in 
the middle of the blade consumed the least power while producing highest total amplitude. Dual fans will 
definitely enhance the total amplitude without increasing the power consumption because no added 
piezoelectric required but only passive fans with magnets. 


Peak to peak displacement vs power consumption 
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Figure 11. Peak to Peak Displacement vs Power Consumption at Different Number of Magnets 


For measurement in heat transfer coefficient and thermal performance, the result is not so significant 
due to the comparison is made among single fan only. However, based on the good result in total amplitude 
and temperature drop recorded, heat transfer coefficient should be increasing and thermal resistance is 
reducing as parallel to the result obtained for temperature drop. Figure 12 shown thermal resistance vs power 
consumption at different magnet location. Figure 13 shown thermal resistance vs power consumption at 


different magnet location 


High Potential of Magnet on the Performance of Dual Piezoelectric Fans in... (Fadhilah Abdul Razak) 


478 0 ISSN: 2502-4752 


-*-Natural convection 
single fan with 1 magnet (middle loc) 


single magnet with dual magnets (middie 
oc) 


K 


> 
So 
o 


¢/ -*power consumption, mW (no 
magnet) 
“#-power consumption, mW (single 
fan 1 magnet) 


w 
o 
o 


“power consumption, mW (single 
fan dual magnet) 


Thermal resistance, °C/W 


E 
¢ 
° 
s 
a 
E 
3 
” 
c 
6 
— 
~ 
o 
3 
o 
a 


heat transfer coef, h(single fan no 
magnet) 


heat transfer coefficient, W/m? 


—~heat transfer coef, h(single fan 1 
magnet) 

~e heat transfer coef, h(single fan 
dual magnet) 





30 40 
31 33 35 


Frequency, Hz Temperature difference, °C 





Figure 12. Thermal Resistance vs Power Figure 13. Thermal Resistance Vs Power 
Consumption at Different Magnet Location Consumption At Different Magnet Location 


4. CONCLUSION 

Results show that the magnet at middle location of extensive blade with double magnets generate 
the largest amplitude, 80% better than fan without magnet and for dual integrated piezoelectric fan with 
magnetic fan, radial orientation gives better result by 25%. By increasing the total amplitude, it shows a good 
agreement for positive heat transfer improvement compared to natural convection. For future works, the 
optimization of the magnet should be translated into enhancement in heat transfer coefficient and power 
consumption to be compared among piezoelectric fan with and without magnet, as well as between array and 
radial orientation. 
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